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ORIGIN NEA-10 

INFO OCT-01 ISO-00 EB-07 COME-00 /018 R 

DRAFTED BY NEA/RA:COLRWHOBBS:EO 
APPROVED BY NEA/RA:SEPALMERJR 
NEA/ARP:JLYLE 

FB/Or. A/CM:I .KI JEFORTH (INFO) 

COMMERCE/CAGNE:MR. BECK (SUBS) 

COMMERCE/CAGNE:MS.LOUSTAUNAU(SUBS) 

006034 

R 301614Z JUL 75 
FM SECSTATE WASHDC 
TO AMEMBASSY DOHA 

UNCLAS STATE 179540 

E.O. 11652: N/A 

TAGS:QA, EGEN, EGRE 

SUBJECT:QATAR POWER PLANT PROPOSAL 

1 . REPRESENTATIVE OF EC ERNST CO., GENERAL ELECTRIC 
CORPORATION, AND BROWN AND ROOT ENGINEERING CORPORATION 
INFORMED NEA JULY 29 THEY WILL BE SEEKING ASSISTANCE 
AMBASSADOR PAGANELLI REGARDING EXTENSION OF DATE FOR 
SUBMISSION OF PROPOSAL FOR POWER PLANT TO BE CONSTRUCTED 
IN QATAR INDUSTRIAL DEVELOPMENT CENTER. REPS OF THREE 
COMPANIES HAVE MET IN LONDON WITH KENNED Y-DUNCAN (BRITISH 
ENGINEERING COMPANY - PROJECT MANAGERS). 

2. THESE THREE US COMPANIES AMONG LARGEST IN WORLD IN THIS 
TYPE CONSTRUCTION VERY INTERESTED IN OBTAINING CONTRACT. 

HOWEVER THEY WILL REQUIRE SIX WEEKS EXTENSION UNTIL 
NOVEMBER 1 TO SUBMIT A MORE COMPREHENSIVE PROPOSAL WITH 
LATEST TECHNOLOGY. MR. JAMES DUNBAR, OF EC ERNST, AND 

MR. MITCHELL, GE, WILL VISIT DOHA EARLY AUGUST TO SEEK YOUR 

SUPPORT IN OBTAINING EXTENSION. DUNBAR WILL BE CARRYING 

PERSONAL LETTER FOR AMBASSADOR FROM AMBASSADOR AL-MANA. INGERSOLL 
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